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Month Page 


Month Page 


Month Page 





A 


ASHRAE Exposition review 

Air conditioning controls 

Air coolers 

Air handling 

Algae and slime control 

Applications engineer, you 
too can be an 


Basic refrigeration: 
Handling refrigerants 
Handling refrigerants (2) ... 
Lubrication 
Absorption 

British Standards on 
commercial refrigeration 

Business advice 


Business insurance ............... 


C 


CECOMAF annual meeting... 
Certification of Air Moving 
Equipment 
Company profiles: 
BRD (Air Conditioning) 
Bar Refrigeration 
Carrier Corporation 
Craig-Nicol 


Foster Refrigerator (UK)... 

IMIR 

IS Refrigeration & Air 
Conditioning Services ... 


Sulzer Brothers (UK) 

Teddington Controls 

TransFrig 

Tyler 

United Coldstorage 
Construction Group 


Compressors 
Condensers 
Conder Eureka heat recovery 
Controls 
Optimum space 
temperatures 
Types of controllers 
Optimum space 
temperatures (2) 


D 


Display cases and cabinets... 


E 


Energy conservation in 
refrigeration 


H 


HEVAC (London) Exhibition 


Heat recovery 
Heat recovery consultancy 
scheme 


IKK review 

ice makers 
Installations — Harrods 
Institute of Refrigeration 


L 


— View: 
voiding litigation 
Debt recovery 
Overdue accounts and part 
payments 
Damages and penalty 


Sale of Goods Act 
Negligence 
Questions and answers 
Legal review of 1983 

Lennox heat pump 
installations 

London Refrigeration and Air 
Conditioning guide and 
preview 

London Refrigeration and Air 
Conditioning Exhibition 
review 


Meat freezing survey by 
Meat Research Institute 
Meet the Supplier — HRP 


N 


NEDO report on hvacr 
industry 


O 


Out in the field 


P 


Publications: 
AAF— heat recovery 
Airedale International Air 
Conditioning — 
technical manuals 
Aydee Marketing — 
energy saving market 


BOTB— export wall map... 

BOTB— International 
Directory of Market 
Research Organisations 

BSRIA— product profiles 
volume 


BSRIA— technical note on 
building services plant 
management 

BSRIA— key statistics card 

BSS — coridensate pump 
sets and receivers 

BSS— mini control valves 

BSS — plate heat 
exchangers 

BSS —temperature 
controllers 

FH Biddie— TEP unit 

British Clothing Industry 
Association — 
Handbook for workwear 
purchasers 

British Institute of 
Management/Departm- 
ent of Energy — Energy 
Managers Workbook 

Britool — hand tools 

Bruel & Kjaer (UK) — 
environment 
measurements 


Burgess Energy Systems 
— product leaflet 

CASEC — manual on JCT 
80 contract forms 

Carter Cooling Towers — 
selection and 
installation 

Celesco transducer 
catalogue 

Contherm — Stork 
temperature 
measurement and 
control equipment 

Dale Electric— generating 


Data Instruments — 
product catalogue 

Delrac— services 
brochure 

Dictionary of Energy 

Distillers Co— Co; field 
engineering services 

Dunham Bush— product 
booklets 

Eastwood Heat Pumps— 
swimming pool 
applications............. lcaal 

Edwards High Vacuum — 
dry leak testing 
equipment 

Electricity Council — heat 
pump film and booklet... 

Environetics — energy 
conservation 

Environetics — howto 
conduct an energy audit 

Focal Displays Ltd — 
BS1710 systems wall 


May 
May 
May 
Aug 


Sept 
Fourways Engineers — 
lifts and conveyors for 
coldstores Oct 
Freight Transport 
Association — Year 
Mar 
Giffen—servicesbrochure July 
Government publication 
— Howto make your 
business grow 
Grada Netaline— energy 
system leaflet 
Greenwood Airvac— 
selection of louvres for 
buildings Mar 
Grundfos— pump 
reference books Oct 


May 


Jan 
HRP Sales — refrigeration 


componentcatalogue.... July 
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HVCA— domestic heat 
pump gui 

HVCA— 
Book 


HVCA— membership 
brochure 

Handbook of Energy 
Audits 

Hanovia— ultra violet 
water treatment 

Harduns’ — protective 
clothing catalogue 

Institute of Building 
Services — Design notes 
for Ductwork 

Institute of Refrigeration — 
papers and proceedings 

International Institute of 
Refrigeration — 
Progress in the de* ‘gn 
and operation of 
refrigerating equipment 
and inthe ae 
fruit and vegetables by 
refrigeration 

Javac— mechanical rotary 
vacuum pumps 

Johnson Controls — 
leasing energy 
management 

Johnson Mattley 
Chemicals — product & 
services catalogue 

Kent Industrial 
Measurements — 
industrialinstruments... Jan 

Liquid Control — 
specialised sealants 


Lloyds Register — 
electrical equipmentin 
flammable atmospheres 

Lloyds Register of Ships.... 

Modern Air Conditioning 


NEDO— promotional 
leaflet on air 
conditioning 

National Cold Storage 
Federation — Year Book 

Nefab— Thermotainer 
insulated roll pallets 

Newman Electric Motors 
— costing and selection 
of motors 

OPL Instrumentation — 
electrical installation 
services 

PP Controls — Penn 
refrigeration controls 

Papst Motors Ltd— fan 
and blower catalogue .... 

Polkinghorne — product 


Rediaw — air conditioning 
terminals 

Refrigeration Technical 
Services Ltd — wall chart 

Rocol — broadsheet of 
lubricants and 
maintenance aids 

S & P Coil Products —Z - 
duct heat exchangers 

Samifi Babcock — plate 


Smiths Industries — fan 
selection chart 


Sound Attenuators — high 


velocity terminal units ... 


Sound Attenuators — 
studio absorbers and 
wail linings 

Standard Refrigeration 
and Air Conditioning 
Questions and Answers 

Star Instruments Ltd — 
measurement products 

TIMSA— Insulation 


Trox Brothers — damper 
leaflet 





Trox Brothers — tabular 
selection system 

WAC Air Control — 
product catalogue 

Wilkinson & Simpson — 


Palintest water testing ... 


Ss 


SHK Exhibition review 
Salmon freezing 
Service hints 


Ww 


Women in the industry 
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